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ST.  DAVID'S  EPISCOPAL  CHURCH 
77TH  AT  SAN  JACINTO 
AUSTIN,  TEXAS 
The  church  building  completed  in  1854  is  one 
of   the   oldest    Protestant   Churches    west   of  the 
Mississippi. 
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